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TAGS: ENRG 

SUBJECT: CONGRESSIONAL INQUIRY 

1 . DEPARTMENT HAS BEEN QUERIED BY STAFF OF SENATOR 
GARY HART ON THE DEGREE TO WHICH GERMAN ELECTRICITY 
IS GENERATED IN THE INDUSTRIAL SECTOR USING WASTE HEAT 
APPLICATIONS. IN PARTICULAR WHAT INCENTIVES EXIST FOR 
INDUSTRY TO DO SO, I.E., GOVERNMENT SUBSIDIES, HIGH 

COST OF ELECTRIC POWER, ENERGY CONSERVATION CONSIDERA- 
TIONS; AND HOW EFFECTIVE HAVE THEY BEEN? 

2. ONE INCENTIVE KNOWN TO DEPARTMENT IS A 7.5 PERCENT 
GRANT UNDER THE INVESTMENT ALLOWANCE LAW TO PROMOTE 
INVESTMENT IN WASTE HEAT UTILIZATION. 
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